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0109240062 Confirms 910829 conversation re 910923 mgt meeting to discuss current
status & future plans for facilities.

WILSON.B.A. Region 2 (Post 820201). 91/09/05. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 59182:256*59182:259.

9109100098 Revised summary of 910717 meeting w/uti! in Rockville.MD to discuss util
response to NRC questions on seismic qualification of equipment.Statement re equip-
ment not qualified to IEEE-344 std of 1975 deleted.

THADANI.M.C. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/09/10. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 13pp. 59108:130-59108:142.

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com-
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 &
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2.
WALLACE.E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch
(Document Control Desk). 9pp. 59235:130-59235:138.

F. Security, medical, emergency & fire protection plans

9109110312 Discusses review of util positions re fire protection program.NRC agrees
that util position paper.as revised on 910625,properly states bases that will be used to
review adequacy of fire protection features as facility.

THADANI.M.C. Project Directorate li-4 (formerly TVA Project Directorate) (Post
900603). 91/08/23. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 70954:205-
70954:208.

-9109100216 Affidavit of SL Hiatt re OCRE petition for leave to intervene.W/Certificate
of Svc.

HIATT.S.L  Ohio  Citizens  for  Responsible   Energy.  91/08/21.  7pp.   59023:257-
59023:263.

9109100254 Establishment of ASLB.* Board being established in proceeding re surveil-
lance capsule withdrawal schedule & will be comprised of TS Moore.RF Cole & CN
Kelber.W/ Certificate of Svc.Served on 910830.

LAZO.R.M. Atomic Safety and Licensing Board Panel. #391 12168. 91/08/29. 3pp.
59023:314-59023:316.

9109250128 Licensee answer to OH Citizens for Responsible Energy.lnc & SL Hiatt pe-
tition for leave to intervene & request for hearing.* OCRE has shown no interest in
proceeding.W/notice of appearance.Certificate of Svc & svc list
SILBERG.J.E. Cleveland Electric Illuminating Co. SILBERG.J.E. Shaw, Pittman, Potts
& Trowbridge. #391 12186. 91/09/06. Atomic Safety and Licensing Board Panel.
14pp. 59193:189-59193:202.

9109250201 NRC Staff answer to petition foe leave to intervene filed by OCRE & SL
Hiatt/ Concluded that leave should be denied for lack of standing based on failure to
allege cognizable injury-in-fact.W/Certificate of Svc & notice of appearance.
BACHMANN.R.G. Office of the General Counsel (Post 860701). #391 12205. 91 /09/
12. Atomic Safety and Licensing Board Panel. 11pp. 59193:310-59193:320.

M. Antitrust correspondence

Q. inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109030032 Forwards third annual rept of employee concerns special program correc-
tive actions implementation for 900101 -1231.

WALLACE.E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch
(Document Control Desk). 2pp. 58928:174-58928:196.

-9109030166 "Third Annual Rept of Employee Concerns Special Program Corrective
Actions Implementation."
* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196.

9109030227 Forwards fitness for duty program performance data for six-month period of
Jan-June 1991.

WALLACE.E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch
(Document Control Desk). 35pp. 58938:093-58938:127.

9109100171 NRC Staff answer to petition of city of Brook Park.OH for leave to inter-
vene.* Petition should be denied based on listed reasons.W/Certificate of Svc.
HOM.S.R., TURK.S.E. Office of the General Counsel (Post 860701). #391 12166. 91 /
08/28. 9pp. 59023:234-59023:242.

9109250054 City of Brook Park suppl to petition for leave to intervene.* In consideration
of foregoinapetition of City of Brook Park.OH for leave to intervene should be grant-
ed. W/Certificate of Svc & svc list.

OTTINGER.G.D. Duncan, Allen & Talmage (formerly Duncan, Allen & Mitchell).
LAMBROS.D.A. Brook Park, OH. #391 12178. 91/09/04. Atomic Safety and Licensing
Board Panel. 9pp. 59193:094-59193:102.

9109250076 NRC Staff response to city of Brook Park suppl to petition for leave to in-
tervene.* Lists reasons why petition of city of Brook Park.OH should be denied.W/
Certificate of Svc.

HOM.S.R.. TURK.S.E. Office of the General Counsel (Post 860701). #391 12214. 91 /
09/16. Atomic Safety and Licensing Board Panel. 12pp. 59193:118-59193:129.

9109250205 Answer of util to petition of city of Brook Park.OH for leave to intervene &
suppl thereto.* Petition should be denied based on listed reasons.W/Certificate of
Svc.

MURPHY.J.P. Cleveland Electric Illuminating Co. MURPHY.J.P. Toledo Edison Co.
MURPHY,J.P. Squire, Sanders & Dempsey. #391 12209. 91/09/16. Commissioners
(Post 750119). 10pp. 59193:337-59193:346.

9109250208 Answer of util to city of Brook Park.OH suppl to petition for leave to inter-
vene.* Concluded that city petition failed to satisfy any of three criteria for
intervention.therefore leave to intervene should be denied.W/Certificate of Svc.
CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge.
#391 12208. 91/09/16. Atomic Safety and Licensing Board Panel. 12pp. 59193:347-
59193:358.

9109250204 Ohio Edison Co interrogatories to NRC Staff.* Requests that NRC answer
separately & fully in writing.each listed interrogatory within 30 days.W/Certificate of
Svc.Related correspondence.

CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge. #391 12226. 91/09/20. Office of
the General Counsel (Post 860701). 18pp. 59193:321-59193:336.
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F. Security, medical, emergency & fire protection plans

9109110011 Advises of emergency response data sys meetings on 911008-09 in
Region III ofc to assist licensees to efficiently conduct site visits during which site spe-
cific implementation issues can be discussedSummary of each day agenda & topics

NORELIUSAE. Region 3 (Post 820201). 91/08/30. LYSTER.M.D. Cleveland Electric
Illuminating Co. 4pp. 59053:169-59053:172.

9109260049 Rev S.lnstruction 4 to Emergency Public Info Organization Instructions
Manual Procedure, "Joint Public Info Or Deactivation." W/910917 Itr.
TRAVERSO.D.,   LYSTER,M,D.   Centerior   Energy.   91/09/17.   16pp.   59218:243-
59218:258.

9109270030 Confirms plans to conduct enforcement conference on 910930 at Region

aromatic breakdown & lack of mgt
f emergency instructions.

____..........________________________       i/19. LYSTER.M.D. Cleveland Elec-
tric Illuminating Co. 3pp. 59216:123-59216:125.

Ill ofc in Glen Ellyn.lL to discuss apparent programmatic I
oversight & control during development & review of emerger
GREENMAN.E.G. Region 3 (Post 820201). 91/09/19. LYS

G. Adju

i for leave to into

fitted by OCRE & SL Hiatt
12167. 91/08/27.

. Atomic Safety and Licensing Board Panel. 1p. 59023:246-59023:263.

-9109100212 Petition for leave to Intervene & request for hearing.* Petitioners have
demonstrated right to be made parties to proceeding and instant petition for leave to
intervene should be granted & proposed contention admitted.
HIATT.S.L Ohio Citizens for Responsible Energy. 91/08/23. Atomic Safety and Li-
censing Board Panel. 10pp. 59023:247-59023:256.

N. Antitrust hearing transcripts

9109250036 Transcript of 910919 meeting w/util re suspension of antitrust conditions.
* Atomic Safety and Licensing Board Panel. 91/09/19. 236pp. 59194:189-59195:065.

P. Operating llcens
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9109110132 Forwards Rev 0 to Temporary Instruction TXI-0122. "Zebra Mussel Treat-
ment.'1 per directors final findings & orders for use of H-130 & CI-37 cooling water
additives for facility (Ohio EPA Permit 3IB00016).

LYSTER.M.D. Centerior Energy- 91/09/06. MAGNI.R. Ohio, State of. 1p. 59099:299-
59099:331.

-9109110133 Rev 0 to Temporary Instruction TXI-0122. "Zebra Mussel Treatment"
PILLER.DJ.   Cleveland   Electric   Illuminating   Co.   91/09/04.   32pp.   59099:300-
59099:331.

9109240421 Forwards SE that concludes licensee response adequately addresses NRC
concerns re integrity of flawed feedwater nozzle to safe end welds being maintained
during current cycle.

HALL.J.R. Project Directorate III-3. 91/09/12. LYSTER.M.D. Cleveland Electric Illumi-
nating Co, 3pp. 59192:323-59192:328.

-9109240423 SER concludes that licensee response adequately addresses NRC con-
cerns re integrity of flawed feedwater nozzle to safe end welds being maintained

through current cycle.
* Office of Nuclear
59192:326-59192:328.

Reactor Regulation, Director (Post 870411). 91/09/12. 3pp.

9109270176 Forwards Ohio EPA approval for use of biocide.Calgon H-130 at facility.
LYSTER.M.D. Centerior Energy. 91/09/18. Document Control Branch (Document
Control Olskll, 5pp. 59252:296-59252:300.1 & 2. W/910912 Itr.
